86      DOCKETED ITEMS

-9004300069 Proposed Tech Specs,removing ref to fixed in line rotometer listed in
Table 3.2.D under radwaste effluent instrumentation,
* Tennessee Valley Authority. 90/04/19. 5pp. 53665:043-53665:047.

9004260232 Discusses facility restart plan.Rev to security plan will be submitted by
900515 to allow security guards to be relocated from drywell to secondary
containmentTech Spec revs re fire protection program will be submitted by 900810.
MEDFORD.M.O. Tennessee Valley Authority. 90/04/20. Document Control Branch
(Document Control Desk). 5pp. 53615:208-53615:212.

9004300329 Forwards R-90-01-NPS, "Review of Integration of Engineering Assurance
Functions into Nuclear QA & Nuclear Engineering, Part 2." Review of integration of
engineering assurance functions.scheduled for June 1990 delayed until Sept 1990.
WALLACE.E.G. Tennessee Valley Authority. 90/04/23. Document Control Branch
(Document Control Desk). 2pp. 53636:141-53636:153.

-9004300351 "Review of Integration of Engineering Assurance Functions into Nuclear
QA & Nuclear Engineering, Part 2."
MULLEE,G,R. Tennessee Valley Authority. 90/02/28.10pp. 53636:143-53636:153.

9005010289  Provides  Commission  w/summary  of  NRC   restart  effort  status  for
plantSeveral major insps depending on TVA readiness must still be completed.
TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-90-148. 90/04/23.
27pp. 53758:040-53758:066.

9005240271 Forwards "Nuclear QA - Nuclear Engineering Action Plan to Address Nu-
clear Managers Review Group Rept R-90-01-NPS."

WALLACE.E.G. Tennessee Valley Authority. 90/04/24.  Document Control Branch
(Document Control Desk). 3pp. 53909:001-53909:013.

-9005240273 "Nuclear QA - Nuclear E-g'nee-lrg Action Plan to Address Nuclear Man-
agers Review Group Pepi R-SC-0: -NFS."
MARTIN, LE. Tennessee Valley Authority. 90/04/30. 10pp. 53909:004-53909:013.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective,...Svc list encl.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9004300092 Advises that 880624 & 890201 & 0804 applications for amends to licenses
denied.per failure to respond to NRC request for addl info.

BLACK.S. Assistant Director for Projects. 90/04/25.  KINGSLEY.O.D.  Tennessee
Valley Authority. 4pp. 53655:333-53655:336.

9005040167 Documents resolution of NRC PRA & 890710 emergency operating proce-
dure concemSjper 900411 telcon.Util will revise human factors consideration which in-
cludes estimation of probability of operator errors for next PRA update.
WALLACE.E.G. Tennessee Valley Authority. 90/05/01. Document Control Branch
(Document Control Desk). 3pp. 53739:084-53739:086.

9005090328 Responds to Generic Ltr 89-19, "Request for Action re Resolution of USI
A-47, 'Safety Implication of Control Sys in LWR Nuclear Power Plants.'" TVA will final-
ize calculations for switch setpoints prior to units restart.

WALLACE.E.G. Tennessee Valley Authority. 90/05/04. Document Control Branch
(Document Control Desk). 5pp. 53809:225-53809:229.

9005090371 Provides results of review of util 890418 submittal re supplemental imple-
mentation of NUMARC 87-00 on station blackoutlmplementation of 10CFR50.63 con-
sistent w/guidance provided by NUMARC 87-00.

WALLACE.E.G. Tennessee Valley Authority. 90/05/04. Document Control Branch
(Document Control Desk). 5pp. 53786:181-53786:185.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005170258 Rev to 900131 & 0320 request for amend to Licenses DPR-33, DPR-52 &
DPR-68,revising Tech Spec bases Section 4.9 to indicate that diesel generator fuel oil
tested in accordance w/Table 1 of ASTM-D975-89.

RAY.MJ. Tennessee Valley Authority. 90/05/14. Document Control Branch (Docu-
ment Control Desk). 3pp. 53877:230-53877:255.

-9005170261 Proposed changes to Tech Spec bases Section 4.9 indicating that diesel
generator fuel oil tested in accordance w/ Table 1 of ASTM-D975-89.

* Tennessee Valley Authority. 90/05/14. 23pp. 53877:233-53877:255.

9005170169 Notification of 900522 meeting w/util in Rockvrlle.MD to discuss environ
qualification of motor-operated valves & motor control ctrs & cable allegations.
ROSS.T.M. TVA Projects Division (890101-900602). 90/05/15. BLACK.S. Assistant
Director for Projects. 3pp. 53856:358-53856:360.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04, Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005240158 Application for amend to Licenses DPR-33.DPR-52 & DPR-68, revising
Tech Spec Request 242 to clarify limiting condition for operation for RHR svc water I
emergency equipment cooling water sys.

WALLACE,E,G. Tennessee Valley Authority. 90/05/18. Document Control Branch
(Document Control Desk). 3pp. 53908:158-53908:186.

-9005240162 Proposed Tech Specs clarifying limiting conditions for operation for RHR
svc water & emergency equipment cooling water sys.

* Tennessee Valley Authority. 90/05/18. 26pp. 53908:161-53908:186.

9005240169 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising
Table 3.2.B & limiting conditions for operation to clarify equipment operability when
[f,!<rt,0*^c2lishutdown condition or ^ing inservice hydrostatic/leakage tests.
WALLACE.E.G. Tennessee Valley Authority. 90/05/18. Document Control Branch
(Document Control Desk). 3pp. 53924:047-53924:104.

"9005240171 Proposed Tech Specs re instrumentation that initiates or controls core &
containment cooling sys & limiting conditions for operation & surveillance require-
ments for containment cooling sys.
* Tennessee Valley Authority. 90/05/18. 55pp. 53924:050-53924:104.

9005240174 Notification of contract execution: "Technical Assistance to Administer Op-
erator Exam to Nuclear Plant Applicants," Task Order 36, "Browns Ferry Initial
Exam," awarded to Sonalysts.lnc.

HUGHES.A. NRC - No Detailed Affiliation Given. FIN L-12890. 90/05/18. WEST.K.S.
Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 53921:271-
53921:274.

-9005240177 Ltr Contract NRC-03-89-031,deobligating funds.to "Technical Assistance
to Administer Operator Exam to Nuclear Plant Applicants," Task Order 36, "Browns
Ferry Initial Exam."

HAGAN.T.F. Contract Administration Branch. FIN L-12890. 90/05/07.
PETERSON.LR. Sonalysts, Inc. 3pp. 53921:272-53921:274.

Q. Inspection reports, IE Bulletins & correspondence

9004250253 Forwards Insp Repts 50-259/90-05,50-260/90-05 & 50-296/90-05 on
900216-0316 & notice of violation.Concern raised re mgt control to ensure implemen-
tation of fire protection program & apparent lack of knowledge of compensatory
measures.

WILSON.BA Assistant Director for Inspection Programs. 90/04/17. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53603:202-53603:228.

-9004250255 Notice of violation from insp on 900216-0316.Violation noted:failure of op-
erator to check normal feeder breaker ac volts & Units 1 & 2 hose stations protected
by sinale-gated wye connection station.

WILSON.BA Assistant Director for Inspection Programs. 90/04/17. 2pp. 53603:206-
53603:207.

-9004250256 insp Repts 50-259/90-05,50-260/90-05 & 50-296/90-05 on 900216-
0316.Violations noted.Major areas inspected: surveillance/rnaint observation.employee
concerns program subcategory rept & restart test program.

CARPENTER.D.R., PATTERSON.C.A. Region 2, Ofc of the Director. LITTLE.W.S. TVA
Projects Division (890101-900602). 90/04/17. 21pp. 53603:208-53603:228.

9004300030 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel Box Bow." Util does not employ channel boxes for second bundle life.
RAY.M.L Tennessee Valley Authority. 90/04/24. Document Control Branch (Docu-
ment Control Desk). 2pp. 53656:247-53656:248.

9004270289 Responds to NRC 900326 Itr re violations noted in Insp Repts 50-259/89-
56,50-260/89-56 & 50-296/89-56.Corrective actions: Administrative Control SDSP
29.1 revised to provide guidance on process to evaluate measuring & test equipment.
MEDFORD.M.O. Tennessee Valley Authority. 90/04/25. Document Control Branch
(Document Control Desk). 5pp. 53632:176-53632:180.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005030302 Forwards Insp Repts 50-259/90-12,50-260/90-12 & 50-296/90-12 on
900404 & notice of violation.Notice of violation withheld (ref 10CFR2.790(d) & 73.21).
WILSON.B.A. Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53719:116-53719:120.

-9005030311 Partially withheld Insp Repts 50-259/90-12,50-260/90-12 & 50-296/90-12
on    900404    (ref    10CFR2.790(d)    &    73.21).    Violations    noted.Major   areas
inspected:personnel access control & safeguards contingency plan implementation.
THOMPSON.D,,   MCGUIRE.D.R.   Region  2,  Ofc  of  the  Director.   90/04/24.  1p.
53719:120-53719:120.

9005070191 Provides info re interpretation of bioassay measurements to assess intakes
of radioactive matl,per Info Notice 82-18.

WILSON.BA Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D.
Tennessee Valley Authority. 3pp. 53748:011-53748:017.

9005090389 Forwards Insp Repts 50-259/90-09,50-260/90-09 & 50-296/90-09 on
900326-30. No violations or deviations noted.

WILSON.B.A. Region 2, Ofc of the Director. 90/04/26. KINGSLEY.O.D. Tennessee
Valley Authority. 3pp. 53780:344-53780:352.

-9005090390  Insp Repts 50-259/90-09,50-260/90-09 & 50-296/90-09 on 900326-
30.No violations or deviations noted.Major areas inspected:pipe support mods for li-
censee IE Bulletins 79-02 & 79-14 program & previous open items.
CHOU.R.C., BLAKE.JJ Region 2, Ofc of the Director. 90/04/24. 6pp. 53780:347-
53780:352.

9005240008 Ack receipt of 900316 Itr re violations noted in Insp Repts 50-259/89-
57,50-260/89-57 & 50-296/89-57.Corrective actions incomplete.
WILSON.B.A. Assistant Director for Inspection Programs. 90/04/26. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53939:030-63939:033.

9005080080 EN-90-049:on 900502,notice of proposed imposition of civil penalty in
amount of $18,750 will be issued to licensee based on licensee failure to conduct
adequate annual inventory of licensed matl.

ROSANO.R.P. Ofc of Enforcement (Post 870413). 90/04/27. 1p. 53756:358-
53756:358.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.ation of Problems W/Cernent Solidification &
